Message 


From: service desk [servdesk@facil.umass.edu] 

Sent: 1/13/2012 7:19:42 PM 

To: hanchett@admin.umass.edu 

Subject: Fwd: Fwd: WReq Entry for Morrill IV North on Thursday, January 12, 2012 - 08:50 


12-001649-000 

-Original Message- 

Subject:Fwd: WReq Entry for Morrill IV North on Thursday, January 12, 2012 - 08:50 
Date:Fri, 13 Jan 2012 14:16:17 -0500 
From:Bud Cobb <custreq@fadLumass.edu> 

ToiService Desk <servdesk@fadl.umass.edu> 


Please create a service call work order for the FASS shop (JPC). 

-Original Message- 

Subject:WReq Entry for Morrill IV North on Thursday, January 12, 2012 - 08:50 
Date:Thu, 12 Jan 2012 08:50:08 -0500 (EST) 

From:af-forms <webadmin@oit.umass.edu> 

To: custreq@facil. umass.edu 


The results of this submission may be viewed at: 



Submitted on Thursday, January 12, 2012 - 08:50 by hanchett 


--Requester Information— 

Netid (hidden): hanchett 

Request Date (hidden): Thursday, January 12, 2012 - 08:45 
First & Last Name: James Hanchett 

Department: Massachusetts department of Public Health 
Mailing Address: 

Room N251 Morrill I 
637 North Pleasant St. 

Amherst, MA 01003 

Emai1: hanc he11@admin.umass.edu 

Phone Number: 5-2607 

Fax: 5-2608 


--Work Request Information— 

Building Requiring Work: Morrill IV North 
Room Number/Location: N224B 

Describe Work Requested: The Blackboard door sensor interfering 
wiyh door closing. 


Morrill IV North N224B, The Blackboard door sensor interfering wiyh door 


Folk OIG PRR 093912 












closing. 


James Hanchett, Phone: 


5-2607, 


Fax: 5-2608 


Folk OIG PRR 093913 



